PHILIP MORRIS 

U.SA 

100 PARK AVENUE, NEW YORK, N.Y. 10017 


Vincent J. Weiner 
manager special promotion 


February 12, 1981 


Mr. Richard Beame 
Director of Administration 
Tampa Bay Buccaneers 
Tampa Stadium 
One Buccaneer Place 
Tampa, Florida 33607 

Dear Dick: 

Many thanks for the Buccaneer computerized 
digital clock. It is most unusual. 

Look forward to seeing you on February 24th. 


Best wishes, 



Vincent J. Weiner 
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Source: https://www.industrydocuments.ucsf.edu/docs/qqdm0004 
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